



MANUFACTURING CENTER 

MERIT ULTRA LTS, lOO'S REG. S.P, 

1030 (PC) 


Effective Date: August 15, 1981 


PRELIM!NARY 

CIGARETTE DESCRIPTIVE FOR MERIT ULTRA LIGHTS IQQ’5 REGULAR S.P, 


. Length - 99.5<Tm 

V 

Circumference - C^.Sinm 

Filter - 31-5wn 


Cigarette Rod; 

Filler - Merit Ultra Lights Regular 
Cuts - 30/Inch 

Paper * Ecusta 1E511; 2 % Citrate; 27.0™ x 6500m; P.M, Materia! Cede 10-027-A 
Print Die - Machine Nun'ber 

Ink - Marlboro Block ,f370;7, MARK !K; P.M. Material Code 60-915'A -OR Q.A, APPROVED 

EQUAL 

Circumference - 2E.8fT»ii 
Length - 68.0nim 

Rod R.T.D. - 2.1 inches of water (l.S-2.3 Inches of water) 

Cif orette: 

Tipping 72mni x 3200m Cork/White; P.M. Material Code 12-815-A 

Tipping Adhesive ' Ajax 563~8; P.M. Material Code 6l“002-A 

Findley !<3kA-38k-01 ; P.M. Material Code 62-920-A 


Pack Moisture ■ l!.3Y'I3.0v 

Firmness Target -.3C.0 ^ 1.0 (Equilibrated) 

Total R.T.D. - 5.0 inches ol water -Diluted 
Plug R.T.D, - 5.6 Inches of water 

DHutiuriTargct' 57/ ^3^ _ 

Olue Roller Drawing - //ii-1 OTDlj.'i (See Engineering for l.stesl Rcvlalori Uuiiihor) 

Patch 5lie ■ 8, Arm x JOmi'm 


Prepared By; Debbie J, Morgan 

/dyd 


Approved By. 


- 

derntions Services 


This supersedes sped Flcatlon dated August 8, I 58 I, Reason for ciiangs; 

1, Dilution Target changed from EC'i.dT. to 577;j;;_3'i'.■ 

2, Rod P..T.D. changed from 1,9 to 2.1 inches of water, 
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Source: https://www.industrydocuments.ucsf.edu/docs/lghm0004 













